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Work Order: 
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Description: Patient Stop PartNumber:| D2492 | 
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FIRST ARTICLE INSPECTION CHECKLIST 
Drawing Actual Method of 
Tolerance : Comments 
Dimension Dimension Inspection 


00.191 +0.005/-0.001 


1.25 +0.012/-0.001 
1.00 +/-0.030 
26.13 


+/-0.030 
5.00 


+/-0.030 


+/-0.030 
+/-0.030 
+/-0.030 
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Measured by: | Audited by: Preliminary Approval: 
Date: | Date: Date: 


Rev Date Change 


A | 08.11.07 | New Issue 
12.01.31 | Dimensions revised per Dwg Rev G 
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